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Message Text 

UNCLASSIFIED 

PAGE 01 MOSCOW 20772 301001Z 
ACTION OES-09 

INFO OCT-01 EUR- 1 2 ISO-OO SMS-01 SAS-02 ACDA-12 
CIAE-00 INR-10 10-14 L-03 NSAE-00 EB-08 NRC-07 
SOE-02 DODE-OO SS-15 SP-02 CEQ-01 PM-05 SSO-OO 
NSCE-00 INRE-00 /104W 

016338 301004Z/17 

O 300956Z AUG 78 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC IMMEDIATE 6187 
USDOE WASHDC IMMEDIATE 
INFO USDOE GERMANTOWN MD 

UNCLAS MOSCOW 20772 

USDOE FOR STEVE GOLDMAN 

E.O. 11652: N/A 

TAGS: TGEN, TECH, ENRG, UR, US 

SUBJECT: US-USSR ATOMIC ENERGY AGREEMENT: CONTROLLED 
THERMONUCLEAR FUSION (07.03) 

REF: STATE 219277 

1 . INFORMATION ON MAGNETIC MIRROR SYSTEMS DELEGATION 
(REFTEL) PASSED TO KHOKHLOVA OF SCAE AUGUST 30. 

SHE SAID DELEGATION WOULD BE MET AT SHEREMETYEVO 
AIRPORT. 

2. KHOKHLOVA REQUESTED ASAP FLIGHT ARRIVAL INFORMATIO 
ON US SPECIALISTS GREEN AND TODD, SCHEDULED TO ARRIVE 
MOSCOW SEPTEMBER 3. SHE SAID GREEN AND TODD WERE TO 
TAKE PART IN JOINT WORK ON THE DEVELOPMENT OF COMPUTA- 
TIONAL METHODS IN A TOKOMAK (POINT TEN OF THE 
PROTOCOL OF THE FIFTH MEETING OF THE JOINT FUSION 
POWER COORDINATING COMMITTEE). PLEASE ADVISE. GARRISON 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR ENERGY, AGREEMENT, AGREEMENTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 30 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978MOSCOW20772 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780354-0009 
Format: TEL 
From: MOSCOW 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1978089/aaaaagxg.tel 

Line Count: 46 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: e03a0467-c288-dd11-92da-001cc4696bcc 

Office: ACTION OES 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 STATE 219277 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1811660 
Secure: OPEN 
Status: NATIVE 

Subject: US-USSR ATOMIC ENERGY AGREEMENT: CONTROLLED THERMONUCLEAR FUSION (07.03) 
TAGS: TGEN. TECH, ENRG, UR, US 
To: STATE COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/e03a0467-c288-dd1 1-92da-001cc4696bcc 
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